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%. MEMORANDUM OF CONVERSATION WITH 

1, X reported briefly on the Copenhagen Conference, making 
f two particular points; 

(1) That tbe passion for a Summit conference seemed 
to have cooled down and that It was now being appraised as 
something to he judged on its own merits ratter than as some* 
thing which emotionally must be accepted) 

(2) The strong teeling ol the Europeans that we should 
not "break the package" to the extent of disassociating of 
nuclear from conventional armament. 

The President Indicated thai while he thought that from the 
standpoint of the United States, and indeed of the world, the elimination 
of nuclear weapons, if it could be accomplished, would Itself be a 
great step forward, probably we should take account of European sensi- 
bilities in tuts matter. 

2, I spoke briefly of my trip to Berlin and of the stimulating 
atmosphere, and also of my stop in Paris and the talk with. Faure about 
Algeria, 

■ 3, We discussed an intimation from the British Embassy tha*. 

^i' they would like to have a U.S. plane to take Macmillan to and from De Pw\w 

1: ^ I. X also spoke about Seiwyn Uoyd's desire tOftome over and the 

President deplored the turning of this "casual visit" iato a full-scale conference. 
X said that lioyd had suggested that perhaps we should make it such and 
include the French* The President did not seem particularly happy at this 
thought. It was left that X would speak informally to Hsj»ld Csccia about this. 

4. We spoke briefly about the amendments* the Atomic Energy Act. 
The President felt ansdous that this should move ahead* 

6. We also spoke briefly about Lebanon and about Indonesia. 



ftrooldont «aid ho w«» in doutt w toft** U» ©flor to ©ui owrto to wo*k 
wo* imomidnfaoal or coadtttoaid «qoost a pdov agwomoi* to suspond tooting 
Staid liutorprotodtiio JMtottomoaaa^tbiiriirofopwipftJWXtohAvo 
•KP*rt«Mu<^c<«ttolowlUwutprtorcoaimltmtat, loaWtb&tlMmiawd 
wo would wont to oonoldttf WJiigliMf tbo Britioh oavoxto tawid tho P*ot»ltai 
«ttl6fa§t«aumodflo« H»w^dth»twoOhoi4d«otpawmj^tom«Wtto» 
roply. 



SJfUaUoojma 






